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investigated the emission spectrum of nitrogen in the presence of sodium
vapor which was introduced in order that the ionization of the latter
might increase the current. A discharge tube of the type illustrated by
Figure 22 was employed. The positive band group of nitrogen appears
at 7 volts as shown in Figure 31, and at 25 volts the negative group is
intense. The range from 18 to 25 volts was not studied. The field
recently opened in the experimental study of band spectra from the
quantum theory standpoint has already yielded fruitful results and
rapid development is assured within the next few years.volts. On the
